PLATE   I.

i.    Rhus coriaria, upper.    X 84.

2.    Rhns coriaria^ upper.    X 84.

3.    Rhus coriaria.) lower.    X 84.

4.    Rhiis cor i aria, stem cuticle.     X 84.



5.    Pistacia kntiscus, upper.    X 84.

6.    Pistacia lentiscus, lower.    X 84.
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